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The operations of a Liuchow armament repair plant have now been restored to 
normal capacity. The Kwengsi -llitary District gave the plant an order to 
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large quantities of rifle ammunition at an arsenal near Liuchow during aley 1951, 


Tpecument No. _.7Q--_.-_-------- 
No Change In Ciass. [| 

[_] Declassified 

Glass. Changed To: 18 S(t 


Auth HR 70-2 
Date: {R. AUG 1978... = By: OMG 


CONFIDENTIAL 
CLASSIFICATION  gascnaat 


[stare gf [a [Naw gf 
pARMY ge AIR iq 


